MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section;  15  Township:  09  North  Range:  01  West  Corner  ID:  Blm  0-09 

Monument  Description  &  Remarks:  1-1/4"  Iron  Pipe  with  cap,  "GRAHAM  /  INLS9978". 

Sruvey  Sign  5ft  above  ground  at  point  B 

References  On  File:  Raymond  Graham  survey,  Gale  Baugh  (1994),  on  file  in  Surveyor  Office 


KECOVERYTIE  DRAWING 
Field  Book  33  Page  No.  12 
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A  -  1-1/ 4"  Iron  Pipe  with  cap 
B  -  S  50°  W  5.59'  to  MAG  nail  in  5"xl0"  R.R.  tie  post 
C  -  N  0°  W  49.81 1  to  MAG  nail  in  15"  Shagbark  Hickory 
D  -  S  78°  E  22.98'  to  MAG  nail  in  16"  Red  Oak  Tree 
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I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby 
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